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ABSTRACT 

This thesis documents the construction and performance measurement of a 
portable thermoacoustic refrigerator demonstration apparatus. The objective of the 
portable refrigerator is to graphically display, as a demonstration during lectures, a 
substantial thermoacoustic cooling power. Within minutes of start up, the apparatus 
develops frost on a small metal portion of the device. The refri gerator is small and 
compact and fits into a portable carrying case along with all ancillary equipment. The 
construction of the device had been started in a previous thesis project. This thesis 
describes the remaining construction steps required to complete the refrigerator and the 


subsequent performance evaluation of the unit in laboratory test trials. 
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I. INTRODUCTION 


Thermoacoustics is a relatively new area of heat engine research and promises to 
be an important field well into the future. In the last ten years many advances have been 
made in the area of thermoacoustic refrigeration. Generation of cooling power from 
acoustic power offers an important alternative to the current usage of ozone damaging 
chlorofluorocarbons (CFC's) within refrigerators of today’s technology. In depth 
research concerning thermoacoustic refrigeration can be found at the Naval Postgraduate 


School within the Physics Department. 
A. THERMOACOUSTIC REFRIGERATION 


Typically, a thermoacoustic refrigerator uses an acoustic driver to produce a 
standing wave in a one quarter wavelength resonant tube. The driver functions like a 
loudspeaker creating sound from electricity. If a suitable layered stack structure is 
appropriately placed near the pressure antinode of the standing wave, a transfer of heat 
will occur between opposite ends of the stack. The stack structure is actually a 
multilayered (rolled) combination of polyester plastic film and monofilament line used as 
spacer between layers. See Fig. 1. The layers create channels through which the acoustic 
wave travels. They are parallel to the wave propagation direction and serve as a conduit 
for the transfer of heat and acoustic power. Of course, some acoustic power is dissipated 
in the channels by the heat transport process. A more detailed explanation of a gas parcel 
model of the heat transfer process can be found in (Ref. 1, 2, 3, 4]. Instead of repeating 
this physical model again, a brief functional description of the stack in its acoustic 
environment will be given. 

A standing wave exists in the resonant tube containing a stack. The quality factor 
of the resonance 15 in the range of 10 to 30. One end of the stack is placed very near a 
pressure antinode of the standing wave. This distance is typically about 1/50 of a 


wavelength, and the length of the stack is roughly 1/50 of a wavelength. The interaction 


between the oscillating gas in the channels of the stack, and the stack surface causes heat 
to be transported from one end of the stack to the other. The direction of the heat 
transport Is towards the nearby pressure antinode. 

The size of a single channel cross-section is typically two to four thermal 
penetration depths, 5, = ¥2x/@. where 5, is approximately the distance that heat can 
diffuse in one acoustic cycle, X is the thermal diffusivity of the gas, and œ is the radian 
frequency. The compression and expansion of the gas in the channel are neither 
isothermal nor adiabatic. Therefore, temperature oscillations exist and heat also flows 
(diffuses) transversely between the gas and the adjacent solid surface area. The spacing 
of a few 6, leads to temperature oscillations in the gas that are not in phase with the 
acoustic pressure oscillations. This phase shift between pressure and temperature leads to 


a non-zero time average heat flow along the stack surface. 
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В. HISTORY OF THERMOACOUSTIC REFRIGERATORS 
1. The Hofler Refrigerator. 


As part of Dr. Hofler’s doctorate program, he built an experimental refrigerator at 
the Los Alamos National Laboratory. The model reached a low temperature of 200° K 
starting at 300° K [Ref. 3]. Hofler's refrigerator, which will be discussed in more detail 
later, is the basıs for subsequent refrigerators used in follow-on projects including the 


demonstration refrigerator used in this thesis. 
2. The Space Thermoacoustic Refrigerator (STAR). 


As part of aresearch team Dr. Hofler joined forces with Dr. Steve Garrett, Mr. 
Jay Adeff, and several students to design and build an experimental refrigerator flown on 
board the space shuttle. The device was appropriately named the Space Thermoacoustic 
Refrigerator or (STAR). Dr. Garrett was the principle investigator, Dr. Hofler was the 
chief scientist, and Mr. Adeff was the principle engineer. STAR was tested on the space 


shuttle flight STS 42. See Fig. 2. [Ref. 5] 
3. An Early Demonstration Refrigerator. 


A demonstration refrigerator was later built by Hofler and associates for a 
demonstration at an Acoustical Society of America meeting. The demonstration model 
produced a cold temperature of 8.9? C [Ref. 6]. The cold end temperature was observed 
on a thermometer via a thermocouple. This unit was simple and cheap to build, but the 


cooling effect was weak and could only be detected with a thermometer. See Fig. 3. 
4. The Brooks Demonstration Refrigerator. 


The early demonstration refrigerator failed to bring about a graphic display of the 


phenomena. It was decided to build a more impressive demonstration refrigerator and a 


new set of objectives was established. These objectives provided the basis for Lt. 
Brook's thesis [Ref. 7] and this thesis. The objectives were to design, construct and 
Operate a portable thermoacoustic refrigerator capable of producing frost on an exposed 
and readily visible metal surface for lecture demonstrations. 

The majority of parts and components were designed and built by a previous 
thesis student, Lt. Brent Brooks. The purpose of this thesis was to complete construction 
of a few components, assemble the unit, and test and measure its characteristics and 
performance. 

Chapter II discusses the basic objectives and the design of the demonstration 
refrigerator. Topics include design parameters required to optimize its performance, the 
need for compactness for portability and the need for effective air cooling of the entire 
ипи. 

Chapter III contains a discussion of the performance. The initial measurements 
were done with recirculating water cooling the driver and hot heat exchanger. 
Subsequent measurements were done with air cooling. Both electrical driver impedance 
and acoustic impedance measurements were performed as functions of frequency at 
different cold end temperatures. These measurements were done with an insulated 
resonator tube and an uninsulated resonator. Temperatures as functions of time were also 
measured to illustrate the refrigerator’s performance, and to determine the efficiency. 
Lastly, heat loads were introduced with steady state cooling as an alternative method of 
measuring efficiency. 

Chapter IV elaborates on the packaging of the portable refrigerator. Descriptions 
are given of the portable circuitry to drive the refrigerator, the carrying case, 
thermocouples, and thermometers for temperature readouts. 

Chapter V relates some thoughts and conclusions based on the work 


accomplished, suggesting areas of improvement. 
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Figure 2. Space Thermoacoustic Refrigerator (S.T.A.R.) 
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Figure 3. Original Lucite "Demo-Frig' 





П. DEMONSTRATION REFRIGERATOR 


A. OBJECTIVES OF THE NEW REFRIGERATOR 
1. Cold/Frosted Metal Part. 


The demonstration refrigerator must produce an ice build up on a metal surface 
that can be both seen and touched. In addition, the ıce build up must occur in under 15 
minutes and in a lecture sized auditorium. 

The first and foremost objective was that the apparatus reach a temperature below 
О? С in order for frost to develop on the cold end. To achieve this in a room with an 
ambient temperature of 25" C, the stack needs to produce at least a 40? C temperature 
span. The need for a 40? C span is to allow for unavoidable temperature differences 
within the internal heat exchangers and the final heat exchange to the room air. 

A second criteria, which is critically tied to the first, is that sufficient cooling 
power must be available for the refrigerator to produce a frosted surface. Previous 
calculations indicate that ten watts should be sufficient for rapid cool down and for 


removing any heat entering into the system from the environment. [Ref. 7] 
2. Compact/Portable Demonstration Model. 


A major criteria for this refrigerator was the portability and compactness of the 
entire unit, which required keeping the weight and overall size to a minimum. The 
ancillary support equipment to operate the demonstration unit outside of the laboratory 
environment are all integral parts of the device and must be small enough to fit in a hard 


Shelled suitcase. 
3. Air Cooled Operation. 


As part of the portability requirement, as well as for simplicity, the unit was also 


designed to be air-cooled and not water cooled, which is the typical means used in a 


laboratory environment. The water cooled method utilizes copper tubing wrapped around 
the circumference of the driver. Water is pumped through the tubing, and heat is 
transferred via conduction to the copper tubing and ultimately the water. This method 
does not allow the refrigerator to be mobile. With air cooling the demonstration 
refrigerator can be moved and operated in virtually any location. The specifics of the 


design are covered in the following design section. 
B. BASIC DESIGN 
1. Mode/Adeff Acoustic Driver. 


The Mode/Adeff acoustic driver is used in the operation of the demonstration 
refrigerator. The Mode/Adeff acoustic driver borrows features from the original Hofler 
and STAR drivers. These two drivers provided an excellent starting point for making a 
robust demonstration refrigerator driver. The Hofler thesis and STAR driver 
performances were well characterized. Lastly, the Mode/Adeff acoustic driver met the 
needs for a more compact, lighter and easier-to-service portable unit, which was desirable 


from a packaging perspective. See Fig. 4. [Ref. 8] 
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Figure 4. Demonstration Refrigerator Section 





2. Brooks Resonator. 


The next sub-system of the demonstration refrigerator was the design of the 
resonator. The resonator was designed, parameterized, and built by Lt. Brent Brooks, Dr. 
Tom Hofler, and Mr. Jay Adeff. A brief explanation of the key individual components 


will provide an understanding of the overall operation of the refrigerator. See Fig. 4. 
a. Resonator Parameters. 


The resonator was specifically designed with a higher frequency range than 
previous designs. More precisely, a nominal range of 650 Hz was targeted, which is the 
upper practical limit for the driver. Helium was chosen as the working medium, with a 
mean pressure of 90 psia. The temperature span was targeted at 40° C to achieve a cold 
temperature of at least a -5° C to ensure frost buildup at the cold end. Forty degree 
Celsius was chosen assuming a total 10° C temperature defect for all heat exchange and 
an ambient temperature of 25° C. In addition, by computer model, the small resonator 
tube outer diameter (0.d.) of 3/4 in. was found to be optimal for minimizing acoustic 
losses. A diameter of 5/8 in., however, was actually used because it decreased the overall 
length of the resonator by 2.7 inches while only slightly increasing acoustic losses. Lt. 
Brooks concluded that the small reduction in the resonator tube diameter would decrease 
the overall efficiency only slightly as a result of the higher acoustic velocities and the 
higher viscous losses. Since the resonator would be exposed to a room environment 
instead of a vacuum chamber, a thin walled stainless steel tube (wall thickness 0.016 in.) 
was chosen to minimize the heat load on the cold heat exchanger. The use of thin walled 
stainless steel will also minimize heat transfer in case the tube itself warmed up due to 


viscous losses in the gas. This is explained by Adeff and Brooks. [Ref. 5, 7] 
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b. Optimized Parameters. 


Three critical parameters concerning the stack were optimized by Lt. Brooks: 
stack position, stack length, and stack layer spacing. A thermoacoustic refrigerator 
design requires the stack be placed somewhere near a pressure antinode of the standing 
wave. This minimizes viscous dissipation in the stack, because the acoustic velocities are 
small near a pressure antinode. A wave number, k,, is defined as k, = 27/A. Here Å IS 
the wavelength of the standing wave. For helium at about 650 Hz, k, = 0.04 cm". The 
wave number k, is then multiplied times Xhot- Xho represents the distance from the driver 
piston surface to the hot heat exchanger. A computer model developed by Dr. Hofler 
utilizes these dimensionless parameters and calculates the optimal position of the stack. 
The computer model produced a value ky Xhot = 0.052 or xhot = 1.3 cm. 

Since the hot heat exchanger includes a substantial length of copper cross bars 
and copper fins, the actual distance between the driver piston and the hot end of the stack 
is k,Ax = 0.108 or Ax = 2.7 cm. Some of the gas volume in the heat exchanger is 
occluded with copper, so the effective distance between the driver piston and the hot end 
of the stack is roughly k,Ax = 0.093 or Ax = 2.3 cm. 

The next parameter optimized was the stack length. It is the distance between 
the cold and hot heat exchanger surfaces. [t is characterized by wave number k, times the 
stack length, Xsack The parameter was found to be kxXstack = 0.0879 or Xstack = 2.2 cm. 

The last parameter looked at was the stack spacing. Lt. Brooks characterizes 
this by the ratio yo/0x , where yo is the half-plate separation and ó, = 0.0121 cm is the 
thermal penetration depth of the gas. The thermal penetration depth is approximately the 
distance over which heat diffuses in one acoustic cycle. The value уд, = 1.050 was 
found, so the plate separation is 2yo = 0.025 cm. This parameter was used to get the 


thickness of the fishing line used to separate each layer of the stack. (Ref. 7] 
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c. Performance Predicted by Optimization. 


The outcome of the computer model, based on iterative runs, was that the 
optimal stack position was xpo — 1.3 cm, with a stack length of Xstack = 2.2 ст and a stack 
spacing of 2y, = 0.025 cm. Because of a drafting error, the actual stack length built was 
Xstack = 2.0 cm. The coefficient of performance (COP) and coefficient of performance 
relative to Carnot (COPR) were predicted to be 1.28 and 20.8%, respectively, with an 


internal temperature span of 40? C. (Ref. 7] 


d. Finned Heat Exchangers with Crossbars. 


For proper operation, heat must be transferred between the stack and the 
cold/hot heat exchangers. As mentioned previously, within the stack, heat moves parallel 
to the axis of the stack/resonator. Within the finned copper heat exchangers, however, 
heat is transferred at 90° to the axis of the stack/resonator. In other words, heat flows 
along the fins of the heat exchanger elements. See Fig. 5 & 6. 

Since the change in temperature of the copper is a function of distance 
traveled through the copper fins, the prime objective is to minimize the distance. Within 
the Brook’s resonator this was accomplished by adding copper bus bars directly to the 
fins of the heat exchanger, which decreased the distance traveled by a factor of four. This 
distance decrease caused a factor of sixteen reduction in the temperature defect profile. 

A comparison calculation by Lt. Brooks for heat exchangers with and without bus bars 
illustrates the significant difference. The total temperature defect was found to be about 
5.0° C. Total defect is defined to be the sum of the individual calculated temperature 
defects for the fins and bus bars for both hot and cold heat exchangers. The calculated 


5.0° C loss within the heat exchangers was considered acceptable. [Ref. 7] 


шоо 

922 УС 5 
pS Ju I TANE PII PT D. 
% 2242227255521552222 


77. "a 


M I Trip % НИЙ 
4422 ХИ 2225 % 
Я 222 52 
2222 
LA 
Ж 


Z 
22:2:5722: 
122 2 222259 
2222 % 
255 
eX 


2227777777, 
@ 


2 مر‎ as 
5 ۰ 27 б E 
SAAS A 


APA 


ме 


SN 





Cold Heat Exchanger 


Figure 5. 


15 


x 
& 


ma 


RS 
AAA 和 ke 和 


аач 
ATA d= њи 
о 


«дл» Фі вад» 


% 
LE 


| 
$ 
Й 
ГА 
і 


| 
| 


EI RER 


"222221 
DIA AS 


227 % 
ФИ УР 
ПКС ОД 


«У „Жл: 
2 222172 
% 2 





Figure 6. Hot Heat Exchanger 
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3. Air Duct and Fan. 


As mentioned previously, the air cooling of the refrigerator was one of the last 
remaining obstacles for a portable thermoacoustic demonstration refrigerator. A shroud 
or cowling was required for proper air cooling with a fan. This shroud would serve as a 
conduit through which air is drawn from the top, through the aluminum heat sink fins of 
the hot heat exchanger flange, past the driver housing. and exhausted out the bottom of 
the shroud. The airflow is provided by a small muffin-type fan located at the bottom of 
the shroud. The shroud added little to the size and it also allowed portability with the fan 
accomplishing all cooling requirements. See Fig. 7. 

A pressure drop between the air inlet and air outlet was calculated. The following 
assumptions were used for calculation purposes: 

1) Circular gap was approximated by two parallel planes. 

2) Minimum gap size between shroud and acoustic driver was set at 1/4 т. 

3) Steady state airflow. 

4) Incompressible gas to simplify calculations. 

Using a Navier-Stokes formula taken from a textbook for flow between two parallel 


planes [Ref. 9], we find: 


h^ dP 


га 1) 
12n dX 


y = 





Parameters are defined as follows: h is the gap between acoustic driver flange and shroud, 
set at 0.25 in., n is the dynamic viscosity, dP/dX is the differential pressure per unit 
change in distance and V is the mean velocity. 

У = сћу | 2) 
Here the parameters are defined as follows: V is the volumetric flow rate (chosen to bc 
35 cfm) , c is the circumference of the driver. Substituting Eq. 2 into Eq. | and solving 


for differential pressure per unit change in distance yields Eq. 3: 
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Using the previous result and multiplying by the length Ax, a AP can be found as in Eq. 4: 
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According to manufacturer's data (Ref. 10], if AP is below 0.05 in. of water then the fan 
flow rate is close to its maximum value. A pressure of 0.05 in. of water is about 12 Pa, 
which ıs much greater than 0.52 Pa. Based on this fact, the flow impedance of the 
shroud was sufficiently low. Actual fans purchased were capable of producing 34 cfm 
(slow fan) and 105 cfm (fast fan). Experimental test runs conducted with these two 
different speed fans will be elaborated on in the following chapter. Additional computer 
aided design drawings (CADD) of the individual shroud components are located in the 


appendix. 
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IIl. MEASUREMENTS 


Prior to operational testing, the demonstration refrigerator was tested for gas 
leaks. Ideally, the leakage should be zero: however. because helium can diffuse through 
materials used in the electrical feedthroughs and rubber O-ring seals. a small leakage rate 
of helium does occur. The leakage is small and does not prevent the operation of the 
refrigerator. 


A. FIRST REFRIGERATION TESTS 


The short term goal of these initial tests is to see if frost could be produced on the 
outside of the cold heat exchanger and copper reducer. First the unit was purged with 
helium and pressurized to 76.5 psig. The purging consists of slowly cycling the pressure 
from 0 psig to roughly 100 psig and back again, several times. Because the hardware for 
air cooling the apparatus was not ready, a recirculating water chiller was used to remove 
the heat being rejected by the refrigerator as well as the electrical heating in the driver. 
The recirculating water flowed through coils of copper tubing wound around the driver 
housing and the hot heat exchanger flange of the acoustic resonator. The apparatus was 
connected to instrumentation that provides electrical power to the driver and enables 
measurement of acoustic impedance inside the resonator at high acoustic amplitudes, 
while refrigeration 1s Occurring. 

Transducers are mounted in the driver for the measurement of acoustic impedance 
[Ref. 8). These consist of a dynamic pressure transducer ported to the resonator volume 
at a location adjacent to the driver piston and a sub-miniature accelerometer attached to 
the piston. With appropriate calibrations [Ref. 11], the acoustic pressure and volume 
velocity delivered by the piston to the load impedance represented by the resonator can be 
accurately measured over the limited frequency range of interest (250 to 750 Hz). Note 
the relative phase between acoustic pressure and volume velocity is calibrated and can be 
measured accurately. These types of acoustic measurements are used in some of the 


following tests. 


2| 


With the system pressurized and at room temperature, the resonant frequency was 
determined to be about 640 Hz. The resonant frequency is typically defined to be that 
frequency which makes the acoustic pressure and volume velocity in phase at the driver 
piston [Ref. 12]. This is equivalent to placing the pressure antinode of the standing wave 
at the position of the driving piston. After determining the resonant frequency, the 
current to the driver was increased to about 2 Arms. The peak acoustic pressure 
amplitude achieved was 5% of the mean internal pressure. Within less than 20 minutes 
frost was observed on the uninsulated copper reducer. The outcome of the initial test was 
a success and the primary goal had been achieved. We were relatively certain that 1t 
would work with air cooling as well. See Fig. 8. 

On the initial test run one notable observation was made. Typically, the resonant 
operating frequency is tracked with a phase-locked-loop circuit that precisely maintains 
zero acoustic phase at the driver piston. In previous large temperature span (100° C) 
refrigerators the frequency change during cool-down was as much as 20%. In this initial 
test, as the cold heat exchanger and copper reducer parts cooled down in temperature, 
there was very little change in resonant frequency. The total frequency variation was less 
than one percent. 

The amount of frequency change with respect to temperature was much smaller 
than we anticipated, even when the reduced temperature span of this refrigerator is taken 
into account. The reason for this is because the cold temperatures of the resonator are 
limited to the region near the cold heat exchanger. The density of the high acoustic 
velocity gas is the primary factor in determining the change in the resonant frequency, and 
the high acoustic velocities are primarily in the small diameter tube of the resonator. 
Except for a small portion at the copper reducer (which is directly above the cold heat 
exchanger), most of this small diameter stainless steel tube is closer to room temperature 
than it is to the cold temperature. In previous designs all of the small diameter tube is 


cold. This feature was intentionally designed into this refrigerator so that the heat leak 
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Figure 8. Frosted Cold Heat Exchanger 
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from the room to the cold heat exchanger would not be too large. Apparently it also 


results in a minimal frequency shift with respect to the cold temperature. 


B. ELECTRICAL IMPEDANCE MEASUREMENTS 


1. Uninsulated Resonator at Different Temperatures. 


Starting with the resonant frequency of 640 Hz just described, additional testing 
was conducted to find the best operating frequency. Low amplitude frequency sweeps 
were conducted with an impedance analyzer” connected to the electrical terminals of the 
driver. The frequency intervals were set at 2 Hz steps. Two sweeps were conducted on 
the uninsulated resonator. The first was performed with the cold heat exchanger at the 
coldest operating temperature and the second was performed with all of the resonator at 
room temperature. These measurements are plotted in Fig. 9 & 10 respectively. The 
magnitude of the two impedance peaks is in the range of 8.5 to 9.5 ohms. This 
information is valuable in determining the requirements for the portable power amplifier. 
The frequency of the electrical impedance peak is at about 665 Hz in both of the these 
plots. This also indicates that the electric to acoustic efficiency of the driver will be 
maximum at about 665 Hz. 

The reason for the correspondence between the frequency of maximum electrical 
impedance and the frequency of maximum driver efficiency, and for its higher value than 
the previous resonant frequency of 640 Hz, is somewhat involved. Prior to this thesis, 
direct measurements of electric to acoustic efficiencies for this driver were performed 
with a test resonator [Ref. 13]. These measurements showed the connection between 
electrical impedance and driver efficiency. It is beyond the scope of this thesis to 
reproduce these measurements, and we will only provide a few arguments as justification. 

The driver has a natural mechanical resonance in the range of 250 Hz. If we 
ignore the acoustic load impedance of the resonator, then at a frequency in the range of 


650 Hz, the reactance of the moving piston mass dominates the reactance of the driver's 
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suspension stiffness. Much of the electromagnetic force of the driver ıs thus wasted 
accelerating piston mass. If we now consider the effect of the acoustic ımpedance of the 
resonator, then at a frequency of exactly 640 Hz, the situation is not changed much. 
because the resonator provides a purely resistive load. It has a simple damping effect. 
However, at a slightly higher frequency of 665 Hz, the resonator impedance has a 
substantial suffness reactance that can cancel the mass reactance of the driver. In other 
words, the resonance of the resonator by itself is at 640 Hz, but the resonance of the 
combined driver/resonator system is at 665 Hz. Driving at this latter frequency, nearly all 
of the electromagnetic force of the driver is delivered to the acoustic load of the 
resonator. 

When driving at this combined system resonance, the most piston motion is 
produced with least amount of force. The force is proportional to electrical current. High 
piston velocities also mean that the electrical coil has a high velocity in the field of the 
magnet. This produces a “back electromotive force” or an extra voltage. Thus a high 
voltage and low current occurs at the combined system resonance resulting in a high 


electrical impedance. 
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Figure 9. Electric Driver Impedance at Cold Operating Temp., Uninsulated 
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Figure 10. Electric Impedance at Warm Operating Temp., Uninsulated 
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2. Insulated Resonator at Different Temperatures. 


Although the demonstration refrigerator was intended to run without any thermal 
insulation, we decided to wrap a small amount of insulation on the resonator because we 
were having difficulty obtaining good quality thermal data. These problems and the 
insulation 1s described in more detail below in section C. 

Because of the insulation, the temperature distribution along the resonator 18 
altered. In general, the temperatures along the small diameter tube and the float volume 
become colder because of the reduced heat leak. The colder temperatures may cause 
shifts in the resonant frequencies, which required the above measurements to be repeated. 

The change in resonant frequency associated with the acoustic impedance of the 
insulated resonator was measured as a function of cold temperature. This data is shown 
in Fig. 11. These measurements were conducted during full amplitude operation of the 
refrigerator and are based on maintaining zero phase between dynamic pressure and 
velocity at the driver piston. The resonant frequency of the insulated resonator does shift 
slightly with cold temperature and is in the range of 632 Hz to 638 Hz. 

Frequency sweeps of the electrical impedance of the driver were also performed 
again for the insulated resonator both in the cold and warm states. These are shown in 
Figs. 12 and 13. Notice that the peak-center frequencies for this system resonance are 
slightly lower than in the uninsulated version and shifts slightly with cold temperature. 
The peak frequencies are 660 Hz in the warm state and 655 Hz in the cold state. 

That the peak frequencies shift more with temperature with the insulated resonator 
IS to be expected since more of the small diameter resonator tube becomes cold and also 
because the cold temperatures are colder (-11? C versus -3? C). Note also that the 660 Hz 
peak frequency in the warm state is slightly lower than the 665 Hz peak frequency 
measured for the uninsulated in the warm state. This small frequency shift was 
unexpected and unexplained until all of the measurements for this thesis had been 


completed. The reason behind it is mentioned in the conclusions chapter. 
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Figure 11. Acoustic Resonant Frequency versus Temperature. The mean pressure was 90 
psia and phase between dynamic pressure and acceleration was -90 degrees. 
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Figure 12. Electric Impedance at Cold Operating Temp., Insulated 
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Figure 13. Electric Impedance at Warm Operating Temp., Insulated 
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C. TEMPERATURE AS A FUNCTION OF TIME 


1. Measurement Conditions. 


The first measurements of refrigeration performance were simple temperature 
measurements as a function of time under constant drive conditions. Typically, the driver 
was run at a constant frequency and at a constant current level for each data run. 

The experimental setup utilized a multimeter” for drive current measurement, a 
function generator” and power amplifier,’ and a scanning thermocouple thermometer." 
Temperature data was acquired from the scanning thermometer with a computer. The 
frequency was set at 665 Hz for an uninsulated resonator and 655 Hz for the insulated 
version. The driver current was approximately 1.85 A rms. The demonstration 
refrigerator was allowed to cool down from room temperature for approximately 25 to 30 
minutes. This ensured that the cold temperature had achieved a relatively stable value at 
the coldest level. At this point, the power amplifier was turned off and the unit would be 
allowed to warm up over the next 35 to 45 minutes, until the cold temperatures were 
nearly back at room temperature again. During this entire time temperature data was 
being recorded at fixed time intervals. The temperatures recorded were taken from six 
thermocouples. The thermocouples were placed at the following locations (See Fig. 4 for 
clarification). 

1) Acoustic driver top (located just inside shroud below Aluminum flange). 

2) Aluminum fin heat exchanger (located on fin of exchanger). 

3) Cold heat exchanger (located on side of heat exchanger). 

4) Float fitting (located on fitting that couples the float to the small tube of 

resonator). | 

5) Top of resonator (located on top of float). 


6) Room temperature reference. 
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2. Uninsulated and Insulated Resonator Measurements. 


An early time dependent temperature measurement with the uninsulated 
refrigerator is Shown in Fig. 14. For this experiment, air cooling of the refrigerator was 
used. One initial problem was that the air flowing towards the intake of the aluminum 
finned heat sink also impinges on the cold heat exchanger parts. adding a large heat load. 
In order to prevent this, an air deflector plate was installed just below the cold heat 
exchanger. This prevents direct airflow across the cold heat exchanger. For the initial 
tests the deflector was a piece of cardboard. 

The temperature of the cold heat exchanger 15 the lowest plotted curve in Fig. 14. 
An important feature of this curve is a small spike from about -3° C to 0° C on the cool- 
down portion, and a smaller kink in the warm-up portion of this curve at 0° C. These two 
features represent the refrigerator making ice from air condensation and the melting of 
this ice, respectively. It is interesting to note that the water condensation apparently 
"super-cools" to -3? C for eight or nine minutes before freezing. The melting kink occurs 
exactly at 0° C, confirming that the thermometry is accurate. We wanted to fit this 
temperature data to an exponential function (for reasons discussed in the next section), 
but these freezing/melting features prevented accurate curve fitting. We decided to apply 
some thermal insulation to the resonator and attempt to block the air moisture from the 
cold part in order to improve the quality of the data. 

First the cold heat exchanger was surrounded by polyester fiber-fill and covered 
by a nearly air-tight polyester film. The freezing/melting features were still evident in the 
temperature data, but had been reduced significantly. Next a small bag of desiccant was 
added to the polyester fiber-fill and dry Freon™ gas was sprayed into the fiber-fill so as 
to displace any moisture. The freezing/melting features were completely eliminated with 
this last step. Temperature data was taken with this insulation arrangement and the 
results are displayed in Fig. 15. The quality of this cold heat exchanger temperature data 
is good enough for accurate exponential curve fitting, if some of the data near the 


refrigerator’s initial turn-on and turn-off points are excluded. 
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Figure 14. Time Dependent Refrigerator Performance, Uninsulated 


The following ıs a brief discussion of the other 5 temperature curves in Fig. 15. 
The flat curve at 21.5° C ıs simply aroom temperature value. The curve representing the 
float coupling (the fitting joining the small diameter tube to the float) cools down to about 
12.5° C before the refrigeration 1s stopped. With the insulation, the thermal coupling 
between the cold heat exchanger is strong enough to cause a pronounced cooling in spite 
of the acoustic dissipation in that region and the heat leak from the outside. 

The temperature at the top of the float starts by climbing above room temperature 
by a few degrees, then turns around and cools to about 0.5? C below room temperature 
before the refrigeration is stopped. This is significant, because it means that as 
temperatures equilibrate following cool down, all of the acoustic dissipation in the 
resonator above the cold heat exchanger is eventually transported to the cold heat 
exchanger as heat. By contrast, in Fig. 14 the float top temperatures always stay above 
room temperature, which means some of the acoustic dissipation is conducted directly to 
the room as heat. 

The driver and hot heat exchanger temperatures both get hotter than room 
temperature by several degrees. Interestingly, the hot heat exchanger gets slightly hotter 


than the driver. 
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Figure 15. Time Dependent Refrigerator Performance, Insulated 
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3. Cold Heat Capacity Gives Heat Power Information. 


The rate at which the temperature of the cold heat exchanger changes in the 
previous plots depends on the total heat power entering or leaving the exchanger Qror, 
and it depends on the total heat capacity C, of all of the parts in intimate thermal contact 
with the exchanger. The time rate of change of the cold exchanger temperature 
multiplied by the total heat capacity should give the total heat power entering the cold 
exchanger portion, hence; 

атс 
Отот = Du Ср : 5) 

First we will determine the total heat capacity of all of the parts in intimate 
thermal contact with the cold exchanger. These parts are: the copper reducer, cold heat 
exchanger, stainless steel stack flange and stainless steel screws. Total volume calculated 
for the copper was 1.536 in’. Total volume of stainless steel was 0.340 in’. Since the 
specific heat cp is usually specified per-unit-mass, the specific heat per unit volume is 


given by pc, , where p is the mass density of the material. 
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The values for these particular constants were taken from (Ref. 14]. The heat 
capacities of the copper and stainless steel portions are given in Eqs. 6 & 7, with sum or 


total given in Eq. 8. 
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If we assume that portions of the time dependent temperature data in Fig. 15, can 
be fitted to an exponential curve, then the resulting formula for the cold exchanger 
temperature would be, 

To(t)= Ty + Age “OFF . 9) 


The time derivative of the cold temperature used in Eq. 9 is then given by, 


dTc E шы, - 19)/t 


-1 
E EU 10) 


where AT(t) 2 Tc (t) - Ty. Here To is a limiting temperature value that would be achieved 
in steady state equilibrium at long time values. This limiting value is near room 


temperature for the warm-up data, but it is the limiting coldest temperature for the cool- 


down data. 
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Combining Egs. 5 and 10 we have, 


з 
Отот = pmi mW AT. ||) 


ОГ = во . 12) 
t 

where K is defined to be a total conductance for the cold exchanger portion. 

In the case of the warm-up portion of the cold exchanger temperature data in 
Fig. 15, where the refrigerator is turned off, Ky, would represent the total “heat leak” to 
the warmer room and driver. In the case of the cool-down data, a total conductance Kec 
can also be calculated which corresponds to an "excess cooling" power given by the 
difference between the total active cooling power of the retrigerator and the heat leak 


power from room temperature. The total conductances are, 








m 
Ки; = с 13) 
wu 
2c. 
and Kec = 5 14) 
Та 


where Tuy and T¿g are the warm-up and cool-down time constants respectively. These 
time constants are determined by fitting the exponential formula of Eq. 10 to the 


experimental data. The following are numerical values for the above: T رن‎ = 984.2 sec, 


г. 22219 ес, Кн, «0109 Ж and K,. = 0.486 WV | 
Отс = Дес + Ди, = Кес Аба + Кр АТ, 15) 


Equation 15 represents the total cooling power developed from the operation of 
the refrigerator. For example, with a AT = 24.1? C, the total cooling power for the 
demonstration refrigerator is 14.32 watts. A plot of these results will be given in section 


D, where this method will be compared with a different method. 
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4. Driver and Hot Heat Exchanger Temp with Fast and Slow Fans. 


Earlier in Chapter II, calculations were conducted to optimize the proper fan size 
to meet the cooling requirements of the acoustic driver with the cowling installed. Based 
on that preliminary calculation, two fans were purchased with equal outer dimensions. 
The volume flow rate capacities, however, were not the same. The first fan, which will 
be referred to as the slow fan, has a 34 cfm flow rate. The second fan or fast fan has a 
105 cfm flow rate. Both fans, through actual testing, proved they could provide sufficient 
cooling to the driver. In the end, the fast fan was chosen. The following reasons were the 
deciding factors. During all test runs the slow fan maintained the driver at about 30° to 
31°C at the refrigerator’s coldest operating temperature. The fast fan maintained the 
driver temperature at approximately 26° to 26.5° C. This represented about a 4° to 4.5° C 
improvement over the slow fan. The added cooling capability was felt to be an important 
asset, especially when the unit may be required to operate in a warm, humid, and/or drafty 
lecture auditorium. 

Another consideration was the noise factor during actual operation. The slow fan 
was designed to be very quiet, and added little noise to the refrigerator operation. The 
fast fan was considerably noisier, generating a moderate amount of broadband or “white” 
noise. In spite of this fact, the fast fan may be the best choice with respect to overall 
noise. Although slightly noisier, the fast fan also provided some masking of the high 
pitch sound produced by the acoustic driver. Total sound produced by the acoustic driver 
and fan was still low enough to allow for normal speaking during lecture demonstrations. 

An observation made from the temperature data showed the driver to be about 3° 
to 4° C cooler compared to the hot heat exchanger using either fan. Better thermal 
coupling between the aluminum flange containing the hot heat exchanger and the 
aluminum driver housing would provide some extra cooling of the hot heat exchanger. 
This could produce slightly cooler cold temperatures. Also, the hot exchanger flange 
could be re-made with more fins with more surface area for heat dissipation. This issue 


was not answered in this study, but could be implemented as an improvement. 


D. STEADY STATE COOLING POWER WITH ELECTRIC HEAT LOADS 


1. Thermal and Acoustic Power Measurement Procedures. 


A second method of measuring the refrigerator's performance was also used. This 
procedure included the use of an electrically powered heater strip applied directly to the 
cold heat exchanger body. It provided a constant heat source or heat load for the cooling 
power of the refrigerator. 

Using a regulated dc power supply,” a specific current or voltage could be 
applied to obtain a given heat load for the refrigerator. The heater strip had a measured 
resistance of 46.3 ohms. Electric power inputs were set via the dc power supply” at 
values between I and 12 watts of power. 

The cold heat exchanger was insulated as before and the operating frequency was 
set at 655 Hz. The peak acoustic pressure py was maintained at 5% of the mean resonator 
pressure Pm , OF Po/Pm = 5%. The microphone sensitivity was equal to 3.05 V/bar; a value 
taken from previous research done by Adeff [Ref. 15]. The 5% pressure ratio, therefore, 
corresponded to a microphone voltage of 0.677 V rms as indicated on a digital 
multimeter.” This microphone voltage was regulated manually with the gain knob on 
the power amplifier” that was connected to the acoustic driver. Typically, a driver input 
current of about 1.58 A rms was required to produce this microphone output voltage. 

During these heat load and temperature measurements, both the electric power 
delivered to the driver and the acoustic power delivered to the resonator were also 
measured. The impedance analyzer” was used as a gain-phase meter for the electric 
power supplied to the acoustic driver and for the acoustic signals coming from the two 
transducers inside the driver. Two pairs of cables were alternately connected to the single 
pair of inputs on the signal analyzer. These measurements, along with appropriate 
calibration constants for the acoustic transducers can be used in the following power 


equations. 
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Electric power: Р 


elect 


=У, х/. с0$0 16) 


Acoustic power: Mz potus 17) 


The electric power equation should be obvious, and the acoustic power equation 15 
analogous, where P refers to the rms acoustic pressure amplitude at the driver piston, U 
refers to the rms volume velocity delivered by the driver piston, and @ is the phase 
between P and U. With these measured quantities, the efficiency of the driver and 
refrigerator can be determined. This is covered in subsection 3 below. 

The detailed measurement procedure began with starting the refrigerator and 
maintaining an amplitude of po/pm = 5%. With the electric heater disconnected, the 
refrigerator was allowed to cool down and equilibrate at its coldest temperature. Then 
data was taken of the temperatures, the acoustic power, and the electric driver power. 
The heater was then turned on and various heat loads were applied to the cold heat 
exchanger. The applied heat loads varied from | watt to 12 watts in one and two watt 
increments. At each heater value, the temperatures were allowed to equilibrate and they 
were recorded. Also, the heater power, acoustic power, and electric driver power was 


recorded. 
2. Comparing Steady State and Time Dependent Cooling Power Data. 


A plot comparing steady state excess cooling power versus time dependent excess 
cooling power is displayed in Fig. 16. The slopes of the two sets of data output are nearly 
the same. The difference between the two linear plots could be caused by differences in 
the quality of the thermal insulation. Also note that we were not measuring acoustic 
pressure amplitude during the time dependent temperature measurements. Also, the drive 
current of 1.85 A rms was somewhat higher than the typical drive current for the steady 
state measurements. We expect that the steady state measurements are much more | 
accurate. However, the heat leak power is always determined from the time dependent 


warm-up data. 
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Figure 16. Steady State and Time Dependent Cooling Power Data 
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3. Computing Coefficient of Performance and Efficiencies. 


We begin with a discussion of the basic quantities involved in the operation of a 
heat pump. From this, we can define the dimensionless quantity, coefficient of 
performance. or COP and we can calculate the COP for a perfect or Carnot engine. The 


diagram below shows a schematic view of an Operating heat pump. 
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G. S. Swift describes this process. 


....work is absorbed by the engine, resulting in the pumping action 
of heat from low temperature to high temperature [Ref. 4]. 


The coefficient of performance is defined to be the ratio of the two powers that are 


most relevant to performance of a refrigerator. 


Qc 


COP = W 


18) 


The cooling power Qc is the whole purpose of the engine, and the input power W, is 


energy usage required by the engine to achieve this purpose. 


The Ist and 2nd laws of thermodynamics govern this operation and they аге 


respectively: 


Он =\+ 0. 19) 
1 
Ln 20) 


The variable Q, is the heat flow lifted from the cold thermal reservoir, Qj, is the heat 
flow dumped to the hot thermal reservoir, W is the work input required by the engine, T; 
& Ty are the temperatures of the cold and hot reservoirs (the bottom and top of the 
diagram respectively). Equation 19 is simply conservation of energy and Eq. 20 states 
that the total entropy of the process either remains constant or increases. If equations 19 


& 20 are combined, the following equation is obtained. 


Те 


or че б. 
ГЭР 


21) 
Note that the right hand side of the above inequality is an upper limit on the COP, and 
can be much greater than unity for a small temperature span refrigerator. For this reason, 
the term COP is used rather than "efficiency" since the latter term always refers to a 
quantity that has an upper limit of unity. 

The acoustic COP as well as coefficient of performance relative to that of a 
Carnot engine (COPR) were calculated for the demonstration refrigerator as part of the 


performance evaluation. The following formulas were used: 








COP, = = 22) 
GØPR re) „Cop | ne 23) 
СОР, о Тс 


Here W is the acoustic power. T, and T, are the temperatures of the hot heat 


exchanger and the cold heat exchanger respectively, and Qc is the total cooling power as 


defined in Eq. 15. Note that Eqs. 22 and 23 roughly describe the intrinsic acoustic to 
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thermal performance of the thermoacoustic stack and not the overall performance of the 
refrigerator as a useful product. A more precise determination of intrinsic stack 
performance would require measurement of the temperatures inside the resonator, which 
we were not able to do. A plot of COP and temperature span for the steady state 


measurements Is shown in Fig. 17. 


Demo Refrig.: 90 psia He; po/pm = 5%; 665 Hz; 9/7/94 


50 





45 


40 


AO 
РК 


Temperature Span (? C) 


20 


A 
Cn 
со 
© 


12 14 


0.4 


+ 
о 


8 10 12 14 
Total Cooling Power (watt) 


Figure 17. Plots of Total Cooling Power versus Temperature Span and COP 
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Additional calculations included the computation of the acoustic driver 
efficiency rj and coefficient of performance COP, based on the electric power 
supplying the acoustic driver. The equations are given below: 

W 
Р 


elect 





n 24) 





=n COP, = 9x 25) 


elect 


COP 


elect 


The results for all of the above quantities are shown in the table below. 


Oc(Total) | T Span 
[ wat | wat | чес | ОО ۱ 
6400 96 364] | | 088) 0121] 031 
22 900) Шол 2 ۱10 ۱۱] ОСЕ 


Table 1 Performance results for steady state measurements. 


COP(TC) |COPR(TC) | COP(Elec) 



















The driver efficiency n was generally about 35%. 

As an example, at 8.09 watts of electric heater heat load the total heat load (with 
heat leak) was 10.82 watts, and the demonstration refrigerator produced the following 
results: Temperature span = 32.4° C, COPrc = 1.00, COPRrc = 0.121, and 
COPeiect = 0.36. This roughly corresponds to the performance values calculated for the 
Brooks thesis. The Brooks predictions for a total cooling power of 11.1 watts at 
Po/Pm = 5% were: Temperature span = 35° С, СОРтс = 1.15, СОРКтс = 0.15. 

Note that this last group of numbers are slightly different than those in the Brooks thesis, 
since the acoustic resonator losses are now being entirely included as a heat load on the 
cold heat exchanger. This change is based on the results of section C-2 where we learned 


that the float temperature cools below room temperature with an insulated resonator. 
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Also, we are including the temperature defects in the internal heat exchangers as 
estimated by Lt. Brooks. And finally, some of the remaining discrepancy can be 
explained by the extra temperature defect between the internal hot heat exchanger and the 
aluminum fins where the thermocouple was attached. We do not have a measurement for 


this temperature defect, although и 15 probably on the order of two degrees. 
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IV. PACKAGING 


A. COMPACT/EFFICIENT ELECTRIC POWER AMPLIFIER 


1. Basic Circuit. 

In order to meet the original objectives, a simple, compact, and efficient power 
amplifier circuit was designed. The design had to be compact in order to fit within a hard 
shelled carrying case, along with the refrigerator, and provide sufficient power. 
Efficiency is important because the heat dissipation of most amplifiers require large and 
heavy heat sinks. The basic requirements were 2 A rms output at 650 Hz with a 9 ohm 
load, for 36 watts of power output. 

The input square wave from a switching circuit is filtered by the tank circuit in 
order to produce a nearly sinusoidal output wave at about 650 Hz for the acoustic driver. 
Utilizing circuit analysis software [Ref. 16], Dr. Hofler was able to evaluate a L-R-C tank 
circuit for use with the demonstration refrigerator. The analysis software was useful in 
determining the circuit values that produced an acceptable level of output distortion and 
usable frequency bandwidth, with the smallest value of inductance. The inductor 1s the 
largest and most expensive part of the amplifier; smaller inductance values are also 
smaller in size. An inductance value of 5 mH and a capacitance value of 12 HF was 


chosen. 
2. Inductor used with Circuit. 


The inductor core size now had to be determined. Ferrite inductor cores were 
chosen with a split "E" geometry, a core air gap, and a plastic coil bobbin. The air gap 
provides a stable inductance value with respect to differences in inductor current and 
temperature. Also, air gapped inductors are generally more efficient and less likely to 
saturate because the air gap dominates the core characteristics independent of the 


magnetic material properties and losses. 
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Two different core sizes were purchased. Equation 23 was utilized to obtain the 


number of windings on the core based on the core constant Lo. 


N = ыг х 1000 23) 
% 


Here L is the 5 mH derived from the computer program and L, depends on the inductor 
core size chosen. The copper coils are hand wound on the plastic bobbin. The two core 
pieces are inserted into the bobbin and bolted together. 

The first inductor built utilized a 250 mH core with 20 gauge wire. The best 
inductor performance achieved with the test circuit; however, was with a 90 mH core 
using 18 gauge magnet wire. This inductor required 235 turns. The actual inductance 
measured via the impedance analyzer” was 5.10 mH with a total resistance of 0.5 ohms at 


650 Hz. 
3. Square Wave Switching Circuit. 


The circuit that generates the 650 Hz frequency and drives the LRC tank circuit is 
shown in Fig. 17. A standard CD4047 CMOS timer integrated circuit, U1, generates the 
650 Hz square wave. Itis alow power device and conveniently provides both non- 
inverted and inverted outputs at pin 10 and 11. Roughly speaking, the 4047 outputs are 
buffered by the bipolar transistor network, Q1-Q5, which then drives the gates of the 
power MOSFETs Q6 and Q7. These two power MOSFETs form the push-pull stage that 
powers the L-R-C tank circuit with a square wave. 

The function of the bipolar drive stage deserves some discussion since it does 
more than buffer the outputs of U1. Note that MOSFETs Q6 and Q7 alternately turn on 
and off. Only one can be in the on-state at any given instant. Simultaneous conduction of 
both Q6 and Q7, even for a tiny fraction of the cycle, will destroy both. For this reason, 
some “dead time” is required, where both devices are briefly off at the same time during 
the transitions of the square wave. This “dead time” is provided by resistor R9 which 


delays the transition of Q6 to the on-state, and by resistor R8 which delays the transition 
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of Q7 to the on-state. There 1s an RC time-constant associated with both R8 and R9 
because of the gate capacitance of the power MOSFETs. 

The resulting “dead time” can cause short inductive spikes from the tank inductor 
L1. These high frequency spikes are reduced or “snubbed” by RIO and C2. Components 
R10 and C2 have little effect on the efficiency because the frequencies of the 650 Hz 
Square wave are much lower. 

Also, the part of the bipolar transistor network containing devices Q1, Q4, and Q5 
provides a voltage shifting function as well. The output from pin 11 of the timer device 
Ul, can only swing between 0 and 12 volts, but the gate of MOSFET Q6 must swing 


between 32 and 42 volts. 
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4. Efficiency with Load Resistor. 


Because of time limitations. the above circuit was not tested with the 
demonstration refrigerator, but it was briefly tested with a load resistor connected to the 
tank circuit. at an output current level of about 1 A rms. Current and voltage readings 
were taken from the meters on a de power supply!” used to power the circuit and the true- 
rms voltage on the load resistor was measured. The ratio of ac output power to de input 
power was determined to be about 90%. This should be considered a preliminary 
measurement only. However, this appears to be promising, since typical ac power 


amplifiers are only about 50% efficient. 


B. ANCILLARY EQUIPMENT 


The remaining sub-systems of the demonstration refrigerator were the carrying 
case, two 115 Vac thermocouple thermometers (LED displays with a +/- 0.1 degree of 
resolution), the clear plastic air deflector plate, and the aluminum resonator protective 
cover. The carrying case and LED thermocouple thermometers are self explanatory. The 
clear plastic air deflector plate mentioned in Chapter III, part C, section 2 was 
manufactured locally. See the appendix for a diagram. The reason for the air deflector 
plate was to prevent the air flow from impinging on the cold heat exchanger on its way to 
the air intake at the hot heat exchanger. The clear Lucite deflector plate reduced the heat 
load on the cold heat exchanger without hiding the hot heat exchanger parts below it from 
view. Finally, the aluminum protective cover for the resonator is shown in the appendix 
as well. The protective cover was manufactured for added protection of the resonator 


while the demonstration refrigerator 15 in transit. 
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V. CONCLUSION 


A. SUCCESSFUL DEMONSTRATION 


The major goal of building a working thermoacoustic refrigerator has been 
accomplished. The thermoacoustic demonstration apparatus achieves the objectives. The 
copper reducer and cold heat exchanger will produce frost under the work input of the 
acoustic driver. The apparatus provides an excellent lecture tool for dramatically 
displaying the capabilities of thermoacoustic heat transfer. 

The efficiency was not quite as good as predicted by Lt. Brooks [Ref. 7]. Lt. 
Brooks optimized the demonstration refrigerator via a computer model and achieved a 
20.8% COPR. This value; however, was based on internal stack temperatures and a 
partial heat load from the resonator dissipation. The COPR subsequently calculated via 
laboratory measurements was found to be 12.1%. See Table 1. This value was based on 
external temperatures. 

The difference in COPR values can be attributed to the extra heat load from 
resonator dissipation and temperature defects in the heat exchange paths. Some of the 
those temperature defects are the following: temperature difference between the stack 
ends and the internal heat exchangers; the defect within the internal heat exchangers; the 
interface between aluminum finned flange element and hot heat exchanger (coupled via 
heat sink grease), and finally the defect along the aluminum heat sink fins. The 
thermocouple was attached to the outer end of an aluminum fin. 

The relative efficiency (COPR), although lower than predicted, still meets the 


objectives of the demonstration apparatus. 


B. POWER DENSITY IMPROVEMENT 


The cooling power density of this design could be increased by perhaps a factor of 
10 without increasing the overall size of the package substantially. The tube diameters of 


the resonator could be increased by 50% to 100% without affecting the length of the 
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resonator. Also, both the relative acoustic pressure Py/Pm and the mean pressure pm, could 
be increased by 50%. The primary problem is in providing enough acoustic drive power. 
A solution to the drive power problem would be to utilize a different driver 

altogether. Another driver was designed in a thesis project by Lt. Monahan [Ref. 17]. It 
describes a more powerful and efficient driver design which could be substituted for the 
Mode/Adeff driver. This particular driver could be driven at approximately 60 watts of 
acoustic power and it has a predicted electric to acoustic efficiency of 80%. However, 60 
watts of acoustic power is not quite enough unless the intrinsic thermoacoustic efficiency 


is improved. 


C. THERMOACOUSTIC EFFICIENCY IMPROVEMENT 


Improvement of thermoacoustic efficiency is much more difficult. Another means 
of efficiency improvement may be the use of inert gas mixtures within the resonator. 
These mixtures lower the Prandtl number of the gas and reduce the dissipation caused by 
viscosity. This is perhaps the most promising means for improvement. None of these 
recommendations were explored. They could serve as basis for further research into a 


practical design for a commercial refrigeration unit using thermoacoustic principles. 


D. PROBLEMS AND SUGGESTIONS 


In Chap. 3, resonant frequencies were measured for the insulated and uninsulated 
resonator. Variations in the resonant frequency were expected and measured depending 
on the distribution of cold temperatures in the resonator. However, differences were also 
measured when both insulated and uninsulated resonators were uniformly at room 
temperature. Near the end of the work on this project we discovered that the helium gas 
in the resonator was slowly becoming slightly contaminated. We confirmed this 
conclusion by refilling and purging the system with helium. The resulting resonant 
frequencies were a few Hz higher than the highest previous measurements, and 20 or 25 


Hz higher than just before the refilling process. 
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This had never been encountered in previous thermoacoustic refrigerators, so we 
had not anticipated this to be a problem here. Apparently, the resonator had not been 
thoroughly purged initially which perhaps accounted for a 10 Hz difference. Also, this 
refrigerator incorporated a new driver and had been used for a period of several months 
without being refilled. Usually, a month is the typical operational time period for 
previous refrigerator experiments. While every attempt is made to ensure that the 
resonator is clean before final assembly, the driver is a different matter. The driver 
contains a number of materials such as epoxies, adhesives, and plastics that could outgas 
and contaminate the helium with substantially heavier organic based gases. These 
heavier gases could make their way into the resonator via the capillary leak between the 
driver and resonator. 

In the future, more care needs to be taken with respect to the initial gas purging 


process and perhaps subsequent purging on a periodic basis. 
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APPENDIX. CONSTRUCTION DRAWINGS 


This section contains construction drawings for the shroud for air cooling, the air 
detlector plate, and the aluminum protective resonator cover for the portable 


demonstration refrigerator. 
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Figure 19. Cowling Cylinder (drawing #1) 
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Figure 20. Cowling Cylinder (drawing #2) 
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Figure 21. Cowling Cylinder (drawing #3) 


64 





„о @:.хх MY TONY” 
Jag Xx x пмм12120 
ADOS. XXX Xx. YwIO3O0 
5 3.NYv?3 101 
S JHONI NI. 34v SNOISN IWO 
O 91310995 3SIMYH10 SS3 ^in 





/ 790 0 2 





Эс NHL 
.1Ø*.192 N С--- 2000% 6900 2 


J 
(у ч 
۵ NSH 
1 Ø.5E8I 5 2000: 2900 9 


а Ор :||33HS 
| 0 
wnutunly 1999 МУЗЈУМ 

| 3 

[= 1 :31v2S 

p6-9-9 6 

РЛАОЛМОО ом OMG 

ча "меру го 9М3 103Г0Оза 
ӛн/ча 9P9j 91ч4-Омі30 BOF 
(3-9 4017235) оароцАј боц“ој TILL 











10.50 NHL 
2000: €900 2 一 


Figure 22. Cowling Cylinder (drawing #4) 


65 


20۰, МУ ۰ 
ед: ххх № T) ú 
۲2۸۷۵۲۰۷۱۷ ۲۷ ۱۷۷۱0 
53۱۷ O1 
S KINI NI JHV SNOISN 3WIO 
731 40385 3SIMYIHLO SS3 MY 





5310М 


ӨЗЕН 
NƏHL 
۱2 0*۳۰ 2 


9325 18385 


I -ALILNVND 
unduniy 1999 “WWIYJILVW 
| “Asa 

Е کل‎ 
Р-НЕ № 


S JAJ MOJ SN ЭМО 
Че) Уве ВУ r f ON TOES 


JANES Ре ЕЈ NE 
(0-0 Y91235) оаројАћј Guiso) JALIL 


der (drawing #5) 


In 


Ing Cyli 
66 


Cowl 


Figure 23. 


20۲۰۷ ۲ HV TONY 
1 2 ۷ ۲ ۱۷۷/۱۰31 
5088: 000 x “уы 30 
$ 39NvH3 O1 
S3HONI NI 38V SNOISN MIO 


ГІЗІ 312345 


251۳۵۱۷۱10 553 М 











SJ lB 
ПАНІ 


Ps 2۷ 01.۲۳1 ۳ 


9 39 9 13345 

| ALIINVDO 

wnunsnny 1909  ПМІЧЗІМИ 

L AJY 

] ۶ ۲ 9 

v6-9-9 ۵۵ 

9۱۸371۳/03 ем 0 

ча ۱۱5۳۷ ۲ ۰ ۰۱3 ۷0 
JH/Ud 2۴0 ۵14-0۷3 0 
(3-3 voryoag) vapunf) Bomo 1 


Figure 24. Cowling Cylinder (drawing 86) 
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Figure 25. Cowl 


68 


2 1. «( My TONY 
100: ххх ТИІП 
SØ2 Xxx x ТУЫІ2О 
G32NvH3 101 
G 3H4)NI NI. 33V. SNOISN3WIO 
0914/9395 3SIMY HIO 553 МП 


ИВИ? САТИ 











— (6 8 





12I3S5NI “NOD 13H OFF 


es Oc 2 | cR 








2000%22Р89%9-------:-:------ 


edes sts 

I -ALILNVNO 

ununnivy 1909 “WIJI1VW 

| ‘AM 

|з | 35 

5-۱-9 VEI 

ајд لا‎ а 

ug 2803 ۱52۳0۷ ۲ ۱۷3 ۱ 0 
ӛн/ча 2975 ES OVNEN 
шогүэаэс) ۵۱7 3001( 1 





Figure 26. Cowling Lid (drawing + 2) 


69 


201.Х х ۷ ۷۷ 
Agr. xxx Пмм1030 
“580 07. XXX X 1vW233 
S 3ONVH3 01 
S3HONI N] 338v SNOISN3WIO 
(13141 Э3ч5 3SIMH3H10 SS3'Nn 








„0050 ? 


-200 0.000 | 
сей 


ГЕИ 





5310М 


MV NOS 


р -ALILNVNO 

ә ЛӘП A 

| A38 

و _ ا 

Бас Эа 

S93 10W30 ON ЭМО 

ЧЕ SPO JjJƏpy ír R b 3 ЛЕК ЕСЕ! 
JH ue Spo J NES UNS ЕГ 
5527 JALIL 


Figure 27. Cowling Legs 
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Figure 28. Cowling Bracket 
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Figure 29. Cowling Base (drawing # 1) 
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Figure 30. Cowling Base (drawing # 2) 
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Figure 31. Resonator Flange Standoff 
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Figure 32. Valve Stem Extension 
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Figure 33. Resonator Shield 
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Figure 34. Air Deflector 
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Figure 35. Air Shield Grip 
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